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FLOODS 

IN  NEWARK,  DELAWARE 

This  folder  is  an  announcement  of  and 
supplement  to  the  "Flood  Plain  Information 
(FPI)  Report,  White  Clay  Creek,  New  Castle 
County,  Delaware."  The  report  has  been 
prepared  to  emphasize  the  importance  of 
flood  potential  and  flood  hazards  in  land 
use  planning  and  in  making  decisions  con¬ 
cerning  flood  plain  utilization. 

Although  Newark  has  suffered  extensive 
damage  from  major  floods  in  the  past, 
studies  indicate  that  even  larger  floods  can 
occur  in  the  future.  Emphasis  is  given  to 
future  floods  in  the  FPI  Report.  Maps,  pro¬ 
files,  and  cross  sections  have  been  included 


to  illustrate  the  possible  extent  and  severity 
of  future  floods. 

Included  in  this  folder  is  a  photograph 
showing  possible  future  flood  heights  at  the 
Delaware  Route  7  highway  bridge  crossing 
White  Clay  Creek.  The  flood  height  shown 
for  a  large  flood,  the  Intermediate  Regional 
Flood  (IRF),  is  one  that  occurs  once  in  100 
years  on  the  average,  although  it  could 
occur  in  any  year.  Also  indicated  is  the 
flood  height  that  would  be  reached  if  a 
very  large  flood,  the  Standard  Project 
flood  (SPF),  should  occur.  The  Standard 
Project  Flood  represents  the  reasonable 
upper  limit  of  expected  flooding  in  the 
study  area. 
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ACTION  is  needed 

The  flood  plain  of  White  Clay  Creek  in  the 
vicinity  of  Newark,  Delaware,  is  not  en¬ 
tirely  developed  and  expansion  and  re¬ 
development  of  industrial  facilities  can  be 
expected  in  the  future.  The  devastating 
effects  of  flooding  will  continue  to  increase 
unless  action  is  taken. 

Effective  regulatory  measures  such  as  zon¬ 
ing  ordinances  and  building  codes  can  be 
designed  to  prevent  increased  flood  dam¬ 
ages.  Flood  proofing  can  reduce  potential 
damages  to  properties  already  subject  to 
flooding,  and  additional  works  to  modify 
flooding  can  also  be  a  part  of  the  long-run 
solution.  Local  flood  control  projects  have 
already  provided  partial  flood  protection. 

The  City  of  Newark  is  not  the  only  commu¬ 
nity  with  flooding  problems.  Flood  plain 
information  has  already  been  provided  for 
many  of  several  thousand  flood-plagued 
communities.  Nearly  450  of  those  having 
FPI  Reports  by  the  end  of  1971  have 
adopted  or  strengthened  regulations,  while 
800  others  have  them  under  study.  An  addi¬ 
tional  700  communities  have  used  the  FPI 
Reports  to  establish  interim  land  use  control. 

This  folder  has  been  prepared  for  ihe  New  Castle 
County  Department  of  Planning  by  the  U.S.  Army 
Corps  of  Engineers  from  data  in  the  report  "Flood 
Plain  Information,  White  Clay  Creek,  New  Castle 
County,  Delaware."  Copies  of  the  report  and  this 
folder  are  available  upon  request  from  the  New 
Castle  County  Department  of  Planning. 
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MEASURES  TO  REDUCE  vulnerability 

TO  FLOODS  provide  for  a  future  with  more  freedom 
from  flood  damage,  often  at  minor  cost  and  with  little 

adverse  effect  on  the  environment . 
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(ZONING,  BUILDING  CODES,  SUBDIVISION) 
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MEASURES  TO  MODIFY  FLOODS 

are  often  required  to  alleviate  existing  problems  and 
sometimes  to  forestall  future  problems  .  •  • 
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TO  THE  REQUESTOR: 


This  Flood  Plain  Information  (FPI)  Report  was  prepared  by  the  Philadelphia 
District  office  of  the  U.S.  Army  Corps  of  Engineers,  under  the  continuing 
authority  of  the  1960  Flood  Control  Act,  as  amended.  The  report  contains 
valuable  background  information,  discussion  of  flood  characteristics  and 
historical  flood  data  for  the  study  area.  The  report  also  presents  through 
tables,  profiles,  maps  and  text,  the  results  of  engineering  studies  to 
determine  the  possible  magnitude  and  extent  of  future  floods,  because 
knowledge  of  flood  potential  and  flood  hazards  is  important  in  land  use 
planning  and  for  management  decisions  concerning  floodplain  utilization. 
These  projections  of  possible  flood  events  and  their  frequency  of 
occurrence  were  based  on  conditions  in  the  study  area  at  the  time  the 
report  was  prepared. 

Since  the  publication  of  this  FPI  Report,  other  engineering  studies  or 
reports  may  have  been  published  for  the  area.  Among  these  are  Flood 
Insurance  Studies  prepared  by  the  Federal  Insurance  Administration  of 
the  Federal  Emergency  Management  Agency,  Flood  Insurance  Studies  generally 
provide  different  types  of  flood  hazard  data  (including  information 
pertinent  to  setting  flood  insurance  rates)  and  different  types  of 
floodplain  mapping  for  regulatory  purposes  and  in  some  cases  provide 
updated  technical  data  based  on  recent  flood  events  or  changes  in  the 
study  area  that  may  have  occurred  since  the  publication  of  this  report. 

It  is  strongly  suggested  that,  where  available.  Flood  Insurance 
Studies  and  other  sources  of  flood  hazard  data  be  sought  out  for  the 
additional,  and,  in  some  cases,  updated  flood  plain  information  which 
they  might  provide.  Should  you  have  any  questions  concerning  the 
preparation  of,  or  data  contained  in  this  FPI  Report,  please  contact: 

U.S.  Army  Corps  of  Engineers 
Philadelphia  District 

Custom  House,  2nd  and  Chestnut  Streets 
Philadelphia,  PA  19106 

ATTN:  Flood  Plain  Mgt.  Services  Branch,  NAPEN-M 

Telephone  number:  (215)  597-4807 
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PREFACE 


The  portion  of  New  Castle  County  covered  by  this  report  is  subject  to  flooding 
from  the  White  Clay  Creek.  The  properties  along  White  Clay  Creek  are  primarily  residential 
with  some  industries  near  Newark,  Delaware,  and  have  been  severely  damaged  by  the  floods 
of  1937,  1955,  1967,  and  1972.  The  open  spaces  of  the  flood  plains  which  are  now  under 
pressure  for  development  are  extensive.  Although  large  floods  have  occurred  in  the  past, 
studies  indicate  that  even  larger  floods  are  possible. 

This  report  has  been  prepared  because  a  knowledge  of  flood  potential  and  flood 
hazards  is  important  in  land  use  planning  and  for  management  decisions  concerning  flood 
plain  utilization.  It  includes  a  history  of  flooding  along  White  Clay  Creek  and  identifies  those 
areas  that  are  subject  to  possible  future  floods.  Special  emphasis  is  given  to  these  floods 
through  maps,  photographs,  profiles,  and  cross  sections.  The  report  does  not  provide  solu¬ 
tions  to  flood  problems;  however,  it  does  furnish  a  suitable  basis  for  the  adoption  of  land 
use  controls  to  guide  flood  plain  development  and  thereby  prevent  intensification  of  the  loss 
problems.  It  will  also  aid  in  the  identification  of  areas  where  other  flood  damage  reduction 
techniques  such  as  works  to  modify  flooding  and  adjustments,  including  flood  proofing, 
might  be  embodied  in  an  overall  Flood  Plain  Management  (FPM)  program.  Other  FPM  pro¬ 
gram  studies  -  those  of  environmental  attributes  and  the  current  and  future  land  use  role  of 
the  flood  plain  as  part  of  its  surroundings  -  would  also  profit  from  this  information. 

At  the  request  of  the  New  Castle  County  Department  of  Planning  and  endorse¬ 
ment  of  the  Delaware  State  Department  of  Highways  and  Transportation,  this  report  was 
prepared  by  the  Philadelphia  District,  U.S.  Army  Corps  of  Engineers,  under  the  continuing 
authority  provided  in  Section  206  of  the  1960  Flood  Control  Act,  as  amended. 

Assistance  and  cooperation  of  the  United  States  Geological  Survey  (U.S.G.S.), 
the  Delaware  State  Department  of  Highways  and  Transportation,  the  New  Castle  County  De¬ 
partment  of  Planning,  the  Delaware  River  Basin  Commission,  the  Wilmington  Morning  News, 
and  private  citizens  in  supplying  useful  data  and  photographs  for  the  preparation  of  this 
report  are  appreciated. 

Additional  copies  of  this  report  can  be  obtained  from  the  New  Castle  County 
Department  of  Planning.  The  Philadelphia  District  Office,  upon  request,  will  provide  techni¬ 
cal  assistance  to  planning  agencies  in  the  interpretation  and  use  of  the  data  presented  as 
well  as  planning  guidance  and  further  assistance,  including  the  development  of  additional 
technical  information. 
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BACKGROUND  INFORMATION 

Settlement 

White  Clay  Creek  Hundred  was  first  settled  in  the  latter  part  of  the  seventeenth 
century.  Although  early  development  of  the  area  was  limited  to  agriculture,  the  availability 
of  water  power  soon  promoted  the  construction  of  mills,  and  the  milling  of  agricultural  pro¬ 
ducts  became  the  major  industrial  activity  of  the  area.  The  mills  built  on  the  banks  of 
White  Clay  Creek  and  other  creeks  in  New  Castle  County  attracted  farmers  from  Pennsyl¬ 
vania  and  Maryland  who  then  traveled  on  to  the  shipping  and  trading  centers  of  the  larger 
metropolitan  areas.  One  of  the  early  communities  to  be  established  on  the  banks  of  White 
Clay  Creek  as  a  result  of  milling  and  commerce  was  Newark.  First  founded  at  the  intersection 
of  two  public  roads,  Newark  grew  slowly  and  remained  a  small  crossroads  village  until  the 
Revolutionary  War.  After  the  war,  Newark  began  to  prosper  and  the  conversion  of  an  old 
grist  mill  to  a  woolen  mill  in  1845  brought  the  fiber  industry  and  new  prosperity  to  the 
town. 


Prior  to  the  1950's,  Newark  was  dependent  upon  the  University  of  Delaware, 
founded  in  1921,  and  the  paper,  fiber  and  textile  industries  which  had  long  since  replaced 
the  early  mills.  In  recent  years,  with  the  establishment  of  several  major  industries  in  and 
around  the  city,  Newark  has  continued  to  grow  steadily  and  suburban  areas  are  developing 
at  an  even  faster  rate. 

The  Stream  and  Its  Valley 

White  Clay  Creek,  with  a  total  drainage  area  of  162  square  miles,  is  a  major 
tributary  of  Christina  River.  With  its  headwaters  in  southeastern  Pennsylvania,  White  Clay 
Creek  flows  generally  in  a  southern  direction  through  New  Castle  County,  Delaware,  to  the 
City  of  Newark,  and  then  eastward  to  its  confluence  with  Christina  River  south  of  Stanton, 
Delaware. 


Above  Newark,  the  stream  flows  through  a  narrow,  wooded  flood  plain  with  high 
bordering  hills.  Below  Newark,  White  Clay  Creek  meanders  through  a  relatively  wide,  flat 
flood  plain  and  finally  through  marshy  lowlands  near  its  confluence  with  Christina  River. 
In  this  14.7  mile  study  reach.  White  Clay  Creek  falls  approximately  100  feet  for  an  average 
slope  of  7  feet  per  mile.  The  portion  of  White  Clay  Creek  included  in  this  study  is  shown  on 
the  general  map.  Drainage  areas  contributing  to  runoff  at  locations  in  or  near  the  study  area 
are  shown  in  Table  1 . 
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TABLE  1 

DRAINAGE  AREAS  ALONG  WHITE  CLAY  CREEK 


Location 

Mileage 

Above 

Mouth 

Drainage  Area 
Tributary 
sq.  mi. 

Mainstream 
sq.  mi. 

Pennsylvania-Delaware  State  Line 

14.7 

60.0 

Unnamed  Tributary 

14.5 

i.i 

- 

Unnamed  Tributary 

14.0 

0.9 

- 

U.S.G.S.  Gage  No.  4785,  North  of 

Newark 

12.5 

- 

66.7 

Unnamed  Tributary 

10.2 

0.8 

Middle  Run 

8.4 

4.1 

Pike  Creek 

5.8 

6.3 

U.S.G.S.  Gage  No.  4790  East 

of  Newark 

5.2 

.. 

87.8 

Mill  Creek 

2.9 

12.0 

Above  Confluence  with  Red  Clay  Creek 

2.5 

- 

104.0 

Red  Clay  Creek  at  Mouth 

2.5 

54.0 

At  Mouth  (Christina  River 

Not  Included) 

0.0 

" 

162.0 

The  climate  is  characterized  by  warm,  humid  summers  and  damp,  but  not  cold, 
winters.  Average  annual  precipitation  is  46  inches,  with  the  greatest  amounts  of  rainfall 
generally  occurring  in  July  and  August  and  the  least  amounts  occurring  in  autumn  and  early 
winter. 

Developments  in  the  Flood  Plain 

Above  Newark,  Delaware,  the  flood  plain  of  White  Clay  Creek  is  wooded  and 
undeveloped  except  for  a  few  widely  scattered  residential  structures.  In  the  vicinity  of 
Newark,  however,  development  is  more  concentrated. 


Several  industrial  firms  are  located  on  the  flood  plain  near  the  Delaware  Route  72 
bridge,  and  at  least  one  of  these  industries  has  experienced  flooding  from  White  Clay  Creek 
in  the  past.  Further  downstream,  there  are  several  clusters  of  residential  development  on  or 
near  the  flood  plain.  Upstream  from  the  confluence  of  Red  Clay  and  White  Clay  Creeks,  a 
large  tract  of  land  has  been  developed  into  Delaware  Park  Race  Track,  which  suffered 
damage  from  the  flood  of  July  5,  1937.  In  addition  to  the  industrial,  residential,  and  com¬ 
mercial  development  of  the  flood  plain,  railroads,  highways,  local  roads,  and  utilities  could 
be  subject  to  flooding. 

Five  dams  are  located  on  White  Clay  Creek,  all  of  which  are  the  low-flow  type 
having  no  significant  storage  capacity.  In  addition,  a  multi-purpose  dam  for  water  supply  and 
recreation  has  been  proposed  for  a  site  approximately  l-’/z  miles  north  of  Newark.  If  con¬ 
structed,  this  dam  would  create  a  reservoir  extending  six  miles  up  White  Clay  Creek  into 
Pennsylvania,  and  could  significantly  alter  future  floodflows. 
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Population  trends  in  the  area  indicate  that  development  is  increasing  rapidly.  In 
the  period  1950-1960,  Newark's  population  increased  approximately  65%,  while  White  Clay 
Creek  Hundred  registered  an  increase  of  over  80%,  with  most  of  the  accompanying  develop¬ 
ment  occurring  within  a  short  distance  of  Newark.  As  the  population  continues  to  increase, 
flood  plain  areas  will  come  under  increasing  pressure  for  development  unless  regulatory 
measures  are  taken. 

A  tentative  Comprehensive  Development  Plan  has  been  prepared  for  New  Castle 
County.  The  plan  covers  proposed  development  through  the  year  1985.  In  regard  to  flood 
plain  management,  the  plan  proposes  the  preservation  of  open  spaces  along  various  stream 
valleys  throughout  the  county  and  several  parcels  of  tidal  marsh  in  the  southeast  portion  of 
the  county. 


FLOOD  SITUATION 


Sources  of  Data  and  Records 

The  U.S.  Geological  Survey  currently  operates  two  stream  gages  on  the  main  stem 
of  White  Clay  Creek.  Gage  No.  4785,  located  2.2  miles  north  of  Newark,  Delaware,  with  a 
drainage  area  of  66.7  square  miles,  has  been  in  operation  from  February  1952  to  September 
1959  and  from  July  1962  to  the  present  time.  The  other  Gage,  No.  4790,  located  3.5  miles 
east  of  Newark,  has  a  drainage  area  of  87.8  square  miles  and  has  been  in  operation  over  the 
following  periods:  October  1931  to  September  1936,  June  1943  to  September  1957,  and 
October  1959  to  the  present  time. 

To  supplement  the  records  at  the  above  gaging  stations,  newspaper  files,  historical 
documents  and  records  were  searched  for  information  concerning  past  floods.  These  records 
have  helped  develop  a  knowledge  of  floods  which  have  occurred  on  White  Clay  Creek. 

Maps  prepared  for  this  report  were  based  on  U.S.  Geological  Survey  Quadrangle 
sheets  entitled:  "Newark  West,  Maryland-Delaware-Pennsylvania",  1953;  "Newark  East, 
Delaware",  1953;  and  "Wilmington  South,  Delaware-New  Jersey",  1948.  Structural  data  on 
bridges  and  culverts  were  obtained  by  field  surveys  performed  by  Corps  of  Engineers,  Phila 
delphia  District,  personnel. 

Flood  Season  and  Flood  Characteristics 

White  Clay  Creek's  four  highest-measured  floods  occurred  during  June,  July, 
August,  and  September;  two  of  the  four  floods  were  the  result  of  heavy  rainfall  associated 
with  Hurricanes  "Agnes"  and  "Donna."  One  flood  was  also  caused  by  rainfall  from  a  series 
of  severe  summer  thunderstorms.  However,  heavy  rainfall  on  the  basin  has  caused  major 
floods  during  ail  seasons  of  the  year.  In  addition  to  floods  caused  by  the  aforementioned 
conditions,  the  White  Clay  Basin  may  be  susceptible  to  floods  from  snowmelt  combined 
with  rainfall.  During  floods,  flows  can  increase  from  normal  to  peak  values  in  a  relatively 
short  period  of  time  with  high  velocities  in  the  main  channel.  The  marsh  land  near  the  con¬ 
fluence  of  the  White  Clay  Creek  and  the  Christina  River  is  also  subject  to  tidal  and  fluvial 
flooding  from  the  Christina  River. 
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Factors  Affecting  Flooding  and  Its  Impact 

Obstructions  to  floodflows  -  Natural  obstructions  to  floodflows  include  trees, 
brush  and  other  vegetation  growing  along  the  stream  banks  in  floodway  areas.  Man-made 
encroachments  on  or  over  the  streams  such  as  dams,  bridges  and  culverts  can  also  create 
more  extensive  flooding  than  would  otherwise  occur.  Natural  obstructions  to  floodflows  are 
shown  on  Figures  1  and  2  on  page  7. 

During  floods,  trees,  brush  and  other  vegetation  growing  in  floodways  impede 
floodflows,  thus  creating  backwater  and  increased  flood  heights.  Trees  and  other  debris  may 
be  washed1  away  and  carried  downstream  to  collect  on  bridges  and  other  obstructions  to  flow. 
As  floodflow  increases,  masses  of  debris  break  loose  and  a  wall  of  water  and  debris  surges 
downstream  until  another  obstruction  is  encountered.  Debris  may  collect  against  a  bridge 
until  the  unbalanced  load  exceeds  the  structural  capacity  and  the  bridge  is  destroyed.  The 
limited  flow  capacity  of  obstructive  bridges  or  culverts,  debris  plugs  at  the  culvert  mouth  or 
a  combination  of  these  factors  retard  floodflows  resulting  in  flooding  upstream,  erosion 
around  the  culvert  entrance  and  bridge  approach  embankments  and  possible  damage  to  the 
overlying  roadbed. 

In  general,  obstructions  restrict  floodflows  and  result  in  overbank  flows  and  un¬ 
predictable  areas  of  flooding;  destruction  of  or  damage  to  bridges  and  culverts;  and,  an 
increased  velocity  of  flow  immediately  downstream.  It  is  impossible  to  predict  the  degree  or 
location  of  the  accumulation  of  debris;  therefore,  for  the  purpose  of  this  report,  it  was  neces¬ 
sary,  in  the  development  of  the  flood  profiles,  to  assume  that  there  would  be  no  accumula¬ 
tion  of  debris  to  clog  any  of  the  bridge  or  culvert  openings. 

A  high  water  mark  in  the  vicinity  of  the  stream  gage  east  of  Newark  indicates  that 
flooding  occurred  on  July  5,  1937,  at  a  height  greater  than  any  floods  recorded  by  the  gage. 
The  great  flooding  height  resulted  from  a  backwater  effect  due  to  a  railroad  bridge  down 
stream  from  the  gage.  The  obstructive  bridge  has  since  been  raised  and  widened,  making  a 
considerably  higher  discharge  necessary  to  create  a  stage  height  similar  to  that  which  oc¬ 
curred  during  the  July  5,  1937,  flood. 

The  5  dams  located  on  the  main  stem  of  White  Clay  Creek  have  no  flood  control 
capacities  and  will  not  seriously  alter  flow  characteristics  of  floodwaters.  White  Clay  Creek 
is  also  spanned  by  12  bridges.  Pertinent  bridge  information  can  be  found  in  Table  6  on  Page 
15.  Many  of  these  bridges  are  obstructive  to  floodflows. 

Flood  damage  reduction  measures  -  There  are  no  existing  flood  control  or  related 
measures  in  the  study  area  or  upstream  in  the  watershed.  Zoning  ordinances,  building  codes 
or  regulatory  measures  for  the  reduction  of  flood  damages  have  not,  as  yet,  been  established. 
This  study  has  been  requested  so  that  it  may  be  used  as  a  basis  for  the  development  of 
flood  plain  management  regulatory  measures  that  can  be  included  in  future  planning  and 
zoning  ordinances. 


The  State  of  Delaware  has  under  consideration  the  construction  of  a  water  supply 
and  recreation  dam  at  a  location  above  Newark  near  the  U.S.G.S.  gage  site.  Although  planned 
for  water  supply  and  recreation,  this  project  will  offer  flood  reduction  benefits  during  flood 
occurrences.  The  project  was  originally  evaluated  and  proposed  by  the  Corps  of  Engineers  in 
its  overall  Basin  Comprehensive  Plan,  House  Document  No.  522,  87th  Congress,  2nd  Session. 
When  approved,  the  project  will  be  financed  and  constructed  by  the  State  of  Delaware. 

Other  factors  and  their  impacts  -  In  the  lower  reaches  of  White  Clay  Creek  above 
the  confluence  with  the  Christina  River,  areas  become  inundated  largely  due  to  the  influence 
of  the  Christina  River  at  high  stages.  When  combined  with  high  runoff  from  the  White  Clay 
Creek  basin,  high  stages  on  the  Christina  River  aggravate  flooding  conditions  by  increasing 
the  height  and  duration  of  the  flooding  on  White  Clay  Creek  (backwater  effect). 

Forecasting  systems  can  predict  storms  which  may  cause  flooding  conditions. 
Flood  warning  systems  can  alert  home  owners  and  industries  of  rising  waters  and  provide 
time  to  implement  flood  fighting  and  emergency  evacuation  plans.  Removing  or  securing 
buoyant  materials  stored  on  the  flood  plain  may  reduce  damages  to  life  and  properties 
downstream. 

Flood  warning  and  forecasting  -  The  National  Oceanic  and  Atmospheric  Admin¬ 
istration  (NOAA)  maintains  year-roung  surveillance  of  weather  conditions  at  the  Wilmington, 
Delaware,  and  Philadelphia,  Pennsylvania,  airports.  Flood  forecasting  centers  located  at 
Harrisburg,  Pennsylvania,  and  Trenton,  New  Jersey,  release  anticipated  weather  conditions 
and  predicted  high  stages  to  radio  and  television  stations  and  the  local  press  media.  Local 
inhabitants  depend  entirely  on  the  above-mentioned  media  for  flood  warnings. 

Flood  fighting  and  emergency  evacuation  plans  -  Although  there  are  no  formal 
flood  fighting  or  emergency  evacuation  plans  for  the  White  Clay  Creek  watershed,  provisions 
for  alerting  area  residents  through  local  communications  media  and  coordinating  operations 
for  New  Castle  County  are  accomplished  by  the  County  Civil  Defense  Office.  This  office 
maintains  communications  with  the  State  Civil  Defense  Headquarters  and  the  National 
Weather  Service  and  establishes  a  "flood  watch"  during  the  earliest  stages  of  a  flood  threat. 
Fiood  fighting  evacuation  and  rescue  activities  are  coordinated  on  a  county-wide  basis  with 
local  public  agencies. 

Material  storage  on  the  flood  plain  -  Along  the  upper  reaches  of  White  Clay  Creek, 
development  is  sparse.  Near  Newark,  a  few  industries  border  the  creek;  and,  farther  down¬ 
stream,  recent  housing  developments  encroach  on  the  flood  plain  Some  of  the  industries 
and  commercial  buildings  have  floatable  materials  stored  on  the  flood  plain.  Figure  3  is  the 
storage  yard  at  Lowe's  of  Wilmington  showing  how  minor  floodwaters  can  rearrange  float¬ 
able  materials.  In  reaction  to  flooding  of  this  nature,  Lowe's  has  raised  the  ground  elevation 
of  their  storage  yard.  Floatable  materials  stored  on  the  flood  plain  should  be  secured  or 
transported  to  higher  ground  when  flood  warnings  are  given.  Otherwise,  floatable  materials 
may  be  carried  away  by  floodflows,  causing  serious  damage  to  structures  downstream  or 
clogging  bridge  openings  and  creating  more  hazardous  flooding  problems. 


PAST  FLOODS 


Summary  of  Historical  Floods 

Floods  causing  significant  damage  in  the  Newark,  Delaware,  area  are  reported  to 
have  occurred  in  1933,  1936,  1937,  1946,  1955,  1960,  1967,  and  1972.  Among  these,  the 
July  5,  1937,  flood  had  the  highest  recorded  stage  on  the  White  Clay  Creek  at  the  U.S.G.S. 
Gage  east  of  Newark,  Delaware.  Historical  floods  included  the  flood  of  1843;  however, 
little  data  is  available  concerning  its  severity. 


Flood  Records 

Information  for  historical  floods  on  White  Clay  Creek  was  obtained  from  two 
stream  gaging  stations  maintained  by  the  U.S.  Geological  Survey.  The  first  gage  is  located 
approximately  12.5  miles  above  the  mouth  of  White  Clay  Creek  with  streamflow  records 
from  1952  to  1959  and  from  1962  to  the  present  time.  The  second  gage  is  located  near 
Newark,  approximately  5.2  miles  above  the  stream  mouth.  Streamflow  records  exist  at  the 
gage  from  1931  to  1936;  1943  to  1957;  and,  1959  to  the  present  time.  A  high  water  mark 
near  this  gage  indicates  that  the  July  5,  1937,  flood  is  the  flood  of  record.  However,  the  stage 
was  influenced  by  an  obstructive  railroad  bridge  located  downstream  of  the  gage  and  the 
peak  flow  value  is  not  available  for  this  flood.  The  highest  peak  flows  recorded  at  the  two 
stream  gages  on  White  Clay  Creek  were  caused  by  rainfall  runoff  from  Hurricane  "Agnes." 
During  "Agnes,"  the  upper  portion  of  the  drainage  basin  received  the  greatest  amount  of 
rainfall.  Evidence  of  this  is  reflected  in  the  gage  records,  which  show  higher  peak  flows 
recorded  at  the  gage  upstream  of  Newark  than  at  the  other  gage  downstream  of  Newark.  The 
difference  in  flow  values  also  indicates  that  floodwaters  were  stored  in  overbank  areas  and  re¬ 
leased  at  a  slower  discharge  rate.  High  water  marks  of  past  floods  on  White  Clay  Creek  and 
vivid  descriptions  of  flooding  were  obtained  by  interviews  with  local  residents  and  from  news 
paper  files  and  historical  documents.  Crest  stages,  elevations  and  discharges  for  known  floods 
at  the  two  U.S.G.S.  gaging  stations  are  shown  in  Tables  2  and  3. 
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TABLE  2 

FLOOD  CREST  ELEVATIONS 
WHITE  CLAY  CREEK  NORTH  OF  NEWARK,  DELAWARE 
(U.S.G.S.  Gaging  Station  No.  4785)(a) 


Date  of  Crest 

Estimated 

Peak 

Discharge 

cfs 

Stage (b) 

feet 

Elevation!0! 

feet-m.s.I.d. 

June  23,  1972 

10,200 

13.8W) 

92.4 

August  10,  1967 

4,540 

10.0 

88.6 

August  18,  1955 

4,050 

9.2 

87.8 

March  7,  1967 

3,950 

9.2 

87.8 

February  13,  1966 

3,910 

9.0 

87.6 

January  9,  1964 

3,480 

8.5 

87.1 

(a)  Drainage  area  =  66.7  square  miles. 

(b)  Overbank  flooding  begins  at  stage  of  7.0  feet  as  per  U.S.G.S. 

(c)  Gage  datum  is  78.6  feet,  mean  sea  level  datum. 

(d)  High  water  mark. 


TABLE  3 

FLOOD  CREST  ELEVATIONS 
WHITE  CLAY  CREEK  EAST  OF  NEWARK,  DELAWARE 
(U.S.G.S.  Gaging  Station  No.  4790)(<*) 


Estimated 

Peak 

Date  of  Crest  Discharge  Stage(b)  Elevation^ 

cfs  ft.  feet-m.s.I.d. 


July  5,  1937(d) 

— 

23.0 

34.6 

June  23,  1972 

9,020 

17.7 

29.3 

August  10, 1967 

6,640 

16.4 

28.0 

September  12,  1960 

6,340 

16.1 

27.7 

August  18,  1955 

6,010 

15.8 

27.4 

January  3,  1936 

6,030 

15.4 

27.0 

(a)  Drainage  area  =  87.8  square  miles. 

(b)  Overbank  flooding  begins  at  stage  of  13.0  feet. 

(c)  Elevations  are  based  on  the  gage  zero  reading  at  1 1 .6  feet,  mean  sea  level  datum. 

(d)  During  the  July  5,  1937,  storm,  the  gage  was  not  in  operation.  The  elevation  reached  was  obtained  from 
surveyed  flood  marks.  The  great  height  reflected  the  constrictive  opening  of  the  downstream  Baltimore  & 
Ohio  Railroad  bridge.  After  the  flood,  the  bridge  underclearance  was  raised  and  the  opening  widened. 
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Flood  Descriptions 

The  following  are  descriptions  of  known  large  floods  that  have  occurred  on  White 
Clay  Creek  in  the  vicinity  of  Newark,  Delaware,  and  neighboring  communities: 

July  5,  1937  -  In  mid-afternoon  of  July  5,  1937,  Newark  suffered  thousands  of 
dollars  damage  from  flooded  cellars  and  impassable  streets  due  to  a  two-hour  downpour 
following  a  gentle  morning  rain. 


EXCERPTS  FROM  THE  WILMINGTON  MORNING  NEWS,  JULY  6,  1937,a) 


Some  idea  of  the  intensity  of  the  storm 
may  be  gained  by  stating  that  the  White  Clay 
Creek,  on  the  outskirts  of  town,  swept  the  level 
of  the  roadway  (Rt.  72),  threatening  destruc¬ 
tion  of  the  bridge  spanning  the  stream  and 
making  it  necessary  for  only  two  or  three  cars 
at  a  time  to  pass  over  the  raging  waters  .  .  .  The 
high  waters  damaged  the  surface  of  Paper  Mill 


Road  and  swept  away  the  bridge  on  the  road 
from  Stanton  to  Newark  .  .  .  The  rains  played 
havoc  at  Delaware  Park  race  track.  Hundreds  of 
cars  stalled  including  the  armored  car  with  the 
day's  take.  Flood  waters  washed  out  the  B  &  O 
tracks  and  undermined  a  spur  on  which  the  race 
train  to  Philadelphia  was  waiting. 


August  18-19,  1955  -  The  August  18-19,  1955,  flood,  the  fourth  highest  flow  of 
record  at  the  gage  east  of  Newark,  was  the  result  of  Hurricane  "Diane."  This  storm  caused  an 
average  of  3  to  4  inches  of  precipitation  throughout  the  study  area.  However,  Hurricane 
"Connie",  which  passed  less  than  a  week  earlier,  saturated  the  soil  with  8  inches  of  rain  and 
left  the  river  stages  above  normal.  Diane's  rainfall  was  immediately  turned  to  runoff  causing 
rapidly  rising  floodflows  on  White  Clay  Creek. 


September  12,  1960  -  The  third  highest  flow  recorded  by  the  gage  east  of 
Newark,  Delaware,  occurred  on  September  12,  1960,  and  resulted  from  Hurricane  "Donna”. 
This  storm  moved  northward  off  the  coast  of  New  Jersey,  causing  high  winds  and  heavy  rain¬ 
fall  of  6  to  8  inches  in  the  study  area. 


August  10, 1967  -  The  second  highest  flow  of  record  at  both  gages  located  on  White 
Clay  Creek  occurred  on  August  10,  1967,  and  resulted  from  intense  rainfall  associated  with 
a  severe  thunderstorm.  This  storm  followed  the  violent  thunderstorm  of  August  3,  1967, 
which  saturated  the  soil  and  produced  heavy  runoff.  During  August  4-5th  close  to  4  inches 
of  precipitation  was  recorded  at  Newark,  Delaware.  This  was  followed  by  3.5  inches  of  rain 
falling  during  August  9-10th.  The  resulting  flood  caused  sewers  to  back  up  and  heavy  in¬ 
undation  of  roads  and  cellars  in  the  Newark  area. 


(a)  Simulated  from  newspaper  clippings 


EXCERPTS  FROM  THE  WILMINGTON  MORNING  NEWS,  AUGUST  10,  1967 


2nd  TORRENTIAL  RAIN  IN  WEEK  HITS  UPSTATE " 


The  second  torrential  rainfall  within  a 
week  -  3  inches  of  it  -  lashed  northern  Delaware 
last  night  and  early  today  to  block  some  roads 
completely  and  slow  or  stop  traffic  on  others... 
Scores  of  sewers,  cellars,  and  anything  low 


enough  was  flooded  .  .  .  “It’s  the  heaviest  rain 
we’ve  had  in  at  least  10  years”,  said  the  observer 
at  the  U.S.  Weather  Station  at  the  Greater  Wil¬ 
mington  Airport. 


June  23,  1972  -  The  maximum  flow  of  record  at  both  gages  was  caused  by  ex¬ 
tremely  heavy  rainfall  associated  with  Hurricane  "Agnes."  Floodwaters  caused  loss  of  life 
and  millions  of  dollars  worth  of  damage  throughout  the  eastern  United  States. 

EXCERPTS  FROM  THE  WEEKLY  POST,  JUNE  28,  1972 


THE  WRATH  OF  AGNES w 


Delaware  was  hit  by  the  fury  of  Tropical 
Storm  Agnes  last  week,  but  was  actually  one  of 
the  luckier  states  in  the  area.  Despite  wreckage 
depicted  on  this  paged1)  most  damage  was  re¬ 
pairable.  Unlike  our  neighboring  states  of  Mary¬ 
land  and  Pennsylvania,  most  residents  of  the 
state  were  able  to  return  to  their  homes  and 
begin  the  task  of  cleaning  up  within  a  short 
time. 


Agnes  is  considered  by  many  to  be  the 
worst  storm  ever  to  hit  the  Eastern  United 
States,  leaving  thousands  of  people  homeless 
and  millions  of  dollars  worth  of  damage  in  her 
wake.  She  decided  not  to  make  a  lengthy  stop 
over  in  Delaware  on  her  travels  northward.  For 
that,  we  are  grateful. 


(a)  Simulated  from  newspaper  clippings 

(b)  Photograph  not  available 
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The  following  photographs  of  flooding  on  White  Clay  Creek  appeared  in  the  WEEKL  Y  POST 
of  June  28,  1972: 


FIGURE  5  -  Vehicles  attempt  to  pass  through  the  floodwaters  of  White  Clay  Creek  that  cover  Chapel  Street 
near  the  Curtis  Paper  Company.  (Photograph  by  Everett.) 
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FUTURE  FLOODS 


Floods  of  the  same  or  larger  magnitude  as  those  that  have  occurred  in  the  past 
could  occur  in  the  future.  Larger  floods  have  been  experienced  in  the  past  on  streams  with 
similar  geographical  and  physiographical  characteristics  as  those  found  in  the  study  area. 
Similar  combinations  of  rainfall  and  runoff  which  caused  these  floods  could  occur  in  the 
study  area.  Therefore,  to  determine  the  flooding  potential  of  the  study  area,  it  was  necessary 
to  consider  storms  and  floods  that  have  occurred  in  regions  of  like  topography,  watershed 
cover  and  physical  characteristics.  Discussion  of  the  future  floods  in  this  report  is  limited  to 
those  that  have  been  designated  as  the  Intermediate  Regional  Flood  and  the  Standard 
Project  Flood.  The  Standard  Project  Flood  represents  a  reasonable  upper  limit  of  expected 
flooding  in  the  study  area.  The  Intermediate  Regional  Flood  may  reasonably  be  expected 
to  occur  more  frequently  although  it  will  not  be  as  severe  as  the  infrequent  Standard  Project 
Flood.  The  estimates  of  the  Intermediate  Regional  Flood  and  the  Standard  Project  Flood  as 
presented  in  this  report  are  based  on  the  existing  development  of  the  watershed  since  future 
changes  within  the  basin  cannot  be  accurately  predicted. 

Intermediate  Regional  Flood 

The  Intermediate  Regional  Flood  (IRF)  is  defined  as  one  that  occurs  once  in  100 
years  on  the  average,  although  it  could  occur  in  any  year.  The  peak  flow  of  the  Intermediate 
Regional  Flood  was  developed  from  statistical  analyses  of  streamflow  records  at  the  two  U.S. 
Geological  Survey  gages  located  on  White  Clay  Creek  in  the  vicinity  of  Newark,  Delaware,  in 
conjunction  with  regional  synthetic  analyses  at  selected  stations  in  the  study  area.  Hurricane 
"Agnes"  which  occurred  on  June  23, 1972,  was  an  extremely  rare  event  on  the  upper  portion 
of  the  White  Clay  Creek.  The  peak  flow  at  U.S.G.S.  Gage  No.  4785  was  approximately  one  and 
one  half  times  the  predicted  100-year  flow.  At  U.S.G.S.  Gage  No.  4790,  located  further 
downstream,  the  peak  flow  was  slightly  less  than  the  predicted  100-year  flow.  Peak  flows 
thus  developed  for  the  Intermediate  Regional  Flood  at  selected  locations  are  shown  in  Table 
4.  Relative  water  surface  elevations  for  the  Intermediate  Regional  Flood  are  shown  on 
Plates  9  and  10. 


Standard  Project  Flood 

The  Standard  Project  Flood  is  defined  as  a  major  flood  that  can  be  expected  to 
occur  from  a  severe  combination  of  meteorological  and  hydrological  conditions  that  are 
considered  reasonably  characteristic  of  the  geographical  area  in  which  the  study  area  is 
located,  excluding  extremely  rare  combinations.  The  Corps  of  Engineers,  in  cooperation  with 
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the  NOAA  Weather  Service,  has  made  comprehensive  studies  and  investigations  based  on  the 
past  records  of  experienced  storms  and  floods  and  has  developed  generalized  procedures  for 
estimating  the  flood  potential  of  streams.  Table  4  shows  the  peak  discharges  for  the  Standard 
Project  Flood  at  selected  locations  on  White  Clay  Creek.  Plates  9  and  10  represent  the  water 
surface  elevations  for  the  Standard  Project  Flood  along  White  Clay  Creek.  Discharge  hydro¬ 
graphs  for  the  Standard  Project  Flood  at  each  of  the  U.S.  Geological  Survey  gaging  stations 
on  White  Clay  Creek  are  shown  on  Plate  13. 


TABLE  4 

PEAK  FLOWS  FOR  INTERMEDIATE  REGIONAL  AND 
STANDARD  PROJECT  FLOODS 


Location 

River 

Mile 

Drainage 

Area 
sq.  mi. 

Intermediate 

Regional 

Flood 

Discharge 

cfs 

Standard 

Project 

Flood 

Discharge 

cf$ 

Confluence  with  Christina  River 

0.0 

162.0 

23,000 

63,000 

Above  Confluence  with  Red 

Clay  Creek 

2.5 

104.0 

1 1 .500 

45,000 

U.S.G.S.  Gage  No.  4790, 

East  of  Newark 

5.2 

87.8 

10.500 

40.800 

U.S.G.S.  Gage  No.  4785, 

North  of  Newark 

12.5 

66.7 

6,700 

33.600 

Pennsylvania-Delaware 

State  Line 

14.7 

60.0 

6,200 

29,600 

Table  5  shows  comparisons  of  flood  elevations  for  the  Intermediate  Regional 
Flood  and  the  Standard  Project  Flood  with  the  highest  known  floods  at  stream  gage  No. 
4790,  east  of  Newark,  Delaware. 


TABLE  5 

FLOOD  ELEVATIONS 

(U.S.G.S.  Gaging  Station  No.  4790,  East  of  Newark) 


Elevation 

Flood  ft.-m.s.I.d. 


Standard  Project 

41.6 

Intermediate  Regional 

30.9 

July  5,1937 

34.6(a) 

June  23,  1972 

29.3 

August  10, 1967 

28.0 

September  12,  1960 

27.7 

(a)  Affected  by  backwater  from  bridge  constriction  downstream  of  gage 


Frequency 

A  frequency  curve  of  peak  flows  was  constructed  on  the  basis  of  available  infor¬ 
mation  and  computed  flows  of  floods  up  to  the  magnitude  of  the  Intermediate  Regional  Flood. 
The  frequency  curve  thus  derived,  which  is  available  on  request,  reflects  the  judgment  of 
engineers  who  have  studied  the  area  and  are  familiar  with  the  region;  however,  it  must  be 
regarded  as  approximate  and  should  be  used  with  caution  in  connection  with  any  planning  of 
flood  plain  use.  Floods  larger  than  the  Standard  Project  Flood  are  possible  but  the  combina¬ 
tion  of  factors  necessary  to  produce  such  large  flows  would  be  extremely  rare. 

Hazards  of  Large  Floods 

The  extent  of  damage  caused  by  any  flood  depends  on  the  topography  of  the  area 
flooded,  depth  and  duration  of  flooding,  velocity  of  flow,  rate  of  rise,  and  developments  in 
the  flood  plain.  An  Intermediate  Regional  Flood  or  Standard  Project  Flood  on  the  White 
Clay  Creek  would  result  in  the  inundation  of  residential,  commercial  and  industrial  proper¬ 
ties  in  the  study  area.  Floodwaters  at  high  velocities  carrying  floating  debris  can  create 
hazardous  conditions  to  persons  and  vehicles  in  flooded  areas.  In  general,  floodwater  3  or 
more  feet  deep  and  flowing  at  a  velocity  of  3  or  more  feet  per  second  could  easily  sweep  an 
adult  person  off  his  feet,  thus  creating  definite  danger  of  injury  or  drowning.  Rapidly  rising 
and  swiftly  flowing  floodwater  may  trap  persons  in  homes  that  are  ultimately  destroyed,  or 
in  vehicles  that  are  ultimately  submerged  or  carried  away.  Waterlines  can  be  ruptured  by 
heavy  deposits  of  debris  and  the  force  of  floodwaters,  creating  the  possibility  of  contami 
nated  domestic  water  supplies.  Damaged  sanitary  sewer  lines  and  sewage  treatment  plants 
could  result  in  the  pollution  of  floodwaters  creating  health  hazards.  High  and  turbulant 
floodwaters  can  isolate  areas  during  emergencies,  hindering  medical,  fire  and  law  enforce¬ 
ment  agencies. 

Flooded  areas  and  flood  damages  -  The  areas  along  the  White  Clay  Creek  that 
would  be  inundated  by  the  Standard  Project  flood  are  shown  on  Plate  2,  which  is  also  an 
index  map  to  Plates  3  through  8.  Areas  that  would  be  flooded  by  the  Intermediate  Regional 
and  Standard  Project  Floods  are  shown  in  detail  on  Plates  3  through  8.  The  actual  limits 
of  these  overflow  areas  may  vary  somewhat  from  those  shown  on  the  maps  because  the 
contour  interval  and  scale  of  the  maps  do  not  permit  precise  plotting  of  the  flooded  area 
boundaries.  The  highest  stages  of  flooding  throughout  the  study  area  occur  in  the  lower 
basin  when  floodwaters  of  the  White  Clay  and  Red  Clay  Creeks  combine  with  high  stages  of 
the  Christina  River.  The  areas  that  would  be  flooded  by  the  Intermediate  Regional  and 
Standard  Project  Floods  include  commercial,  industrial,  and  residential  sections  along  with 
streets,  roads,  and  private  and  public  utilities  near  White  Clay  Creek.  Considerable  damage 
to  these  facilities  would  occur  during  an  intermediate  Regional  Flood.  However,  due  to  the 
wider  extent;  greater  depths  of  flooding,  higher  velocity  flow  and  longer  duration  of  flood 
ing  during  a  Standard  Project  Flood,  damage  would  even  be  more  severe  than  during  an 
Intermediate  Regional  Flood. 
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Plates  9  and  10  show  the  high  water  profiles  of  the  Intermediate  Regional  Flood 
and  the  Standard  Project  Flood.  Also  indicated  are  the  major  bridges  and  dams  crossing 
White  Clay  Creek  and  the  level  of  flooding  at  these  structures.  Using  these  structures  as  a 
location  guide,  the  expected  high  water  elevations  reached  by  the  Intermediate  Regional 
and  Standard  Project  Floods  at  any  site  along  the  stream  can  be  found.  The  profile  of  the 
stream  bed  represents  the  lowest  elevation  at  any  stream  location.  Water  depth  in  the  chan¬ 
nel  is  the  difference  between  the  high  water  elevation  and  stream  bed  elevation.  Selected 
cross  sections  shown  on  Plates  11  and  12  describe  the  lateral  extent  of  the  Intermediate 
Regional  Flood  and  the  Standard  Project  Flood.  The  lowest  point  of  the  ground  line  is  the 
stream  bed  elevation  indicated  on  the  profiles. 

Obstructions  -  During  floods,  debris  collecting  on  bridges  and  culverts  could  de¬ 
crease  their  carrying  capacity,  causing  greater  water  depths  (backwater  effect)  upstream  of 
these  structures.  As  the  occurrence  and  amount  of  debris  are  indeterminate  factors,  only 
the  physical  characteristics  of  the  structures  were  considered  in  preparing  profiles  of  the 
Intermediate  Regional  and  Standard  Project  Floods.  Similarly,  the  maps  of  flooded  areas 
show  the  backwater  effect  of  obstructive  bridges  and  culverts,  but  do  not  reflect  increased 
water  surface  elevations  that  could  be  caused  by  debris  accumulation  against  the  structures, 
or  by  silt  deposits  in  the  stream  channel  under  structures.  The  5  dams  within  the  study 
area  have  no  flood  control  capacities  and  will  not  seriously  alter  flow  characteristics  of 
floodwaters.  Of  the  12  bridges  crossing  the  White  Clay  Creek  in  the  study  area,  7  are  ob 
structive  to  the  Intermediate  Regional  Flood  while  all  are  obstructive  to  the  Standard  Pro 
ject  Flood.  Table  6  shows  water  surface  elevations  at  these  bridges. 

TABLE  6 

ELEVATION  DATA 
Bridges  Across  White  Clay  Creek 


Identification 

Mileage 

Above 

Mouth 

Underclearance 

Elevation 

ft.-m.s.I.d. 

Water  Surface  Elevation 

Intermediate  Standard 

Regional  Project 

Flood  Flood 

ft.-m.s.I.d.  ft.-m.s.I.d. 

Penn  Central  R.R. 

2.3 

10.4 

20.0 

22.3 

Private  Rd. 

2.4 

11.1 

20.1 

22.8 

Wilmington-Christina  Pike 

2.9 

1219 

20.3 

23.6 

(Del.  Rt.  7) 

Penn  Central  R.R.  Spur  to 

3.1 

23.5 

21.5 

27.7 

Delaware  Park  Race  Track 

Delaware  Park  Access  Rd. 

4.4 

26.7 

24.9 

33.8 

Baltimore  &  Ohio  R.R. 

5.1 

29.3 

29.0 

41.5 

Harmony  Rd. 

5.9 

31.8 

35.0 

45.6 

Red  Mill  Rd. 

7.4 

41.9(a) 

41.6 

53.8 

Kirkwood  Highway 

8.6 

61.9(a) 

51.0 

64.4 

(Del.  Rt.  2) 

Chapel  St.  (Del.  Rt.  72) 

10.2 

67.4(a) 

69.8 

82.2 

Hopkins  Rd. 

13.3 

100.8 

101.8 

113.2 

Chambers  Rock  Rd. 

14.2 

103.9 

106.6 

117.0 

x 


(a)  Average  low  steel. 
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Velocities  of  flow  -  During  floods,  water  is  forced  to  pass  over  lands  not  normally 
inundated,  causing  a  wide  range  of  velocities  to  occur.  The  water  flowing  in  the  deeper  por¬ 
tions  of  the  stream  channel  will  be  faster  than  in  the  more  shallow  overbank  areas.  Velocities 
of  flow  will  also  vary  from  one  location  upstream  to  the  next  area  downstream  as  stream 
characteristics  change.  Some  important  factors  are  changes  in  bed  slope,  size  and  shape  of 
channel  and  overbank  areas,  vegetation  cover,  materials  composing  the  stream  bed,  and  in¬ 
creased  volumes  of  water  to  be  carried  by  the  stream  possibly  coming  from  tributaries,  or 
direct  storm  runoff.  Soil  will  be  eroded  by  velocities  more  swift  than  2  feet  per  second  while 
debris  and  silt  will  be  deposited  at  slower  velocities.  For  the  same  location,  it  is  possible  to 
have  severe  erosion  of  the  stream  banks  occur  simultaneously  with  deposition  of  alluvial 
soils  on  the  flood  plain. 

Table  7  lists  average  velocities  which  would  occur  during  peak  flows  for  the  Inter¬ 
mediate  Regional  and  the  Standard  Project  Floods  at  selected  locations  along  White  Clay 
Creek.  The  velocities  which  would  occur  during  a  Standard  Project  Flood  are  notably  faster 
because  the  volume  of  water  which  must  be  carried  by  the  stream  is  greater  than  that  for  an 
Intermediate  Regional  Flood. 

The  lower  reach  of  White  Clay  Creek  from  the  confluence  with  Red  Clay  Creek  to 
Christina  River  is  affected  by  large  floods  on  the  Christina  River,  which  create  large  ponding 
areas  of  slow-moving  water  at  high  flood  stages.  These  high  stages  can  reduce  velocities  in 
White  Clay  Creek  even  for  large  floodflows.  However,  a  flood  could  occur  on  White  Clay 
Creek  independently  of  Christina  River  in  which  case  velocities  in  the  lower  reaches  would 
be  faster  than  those  given  in  Table  7  and  the  depth  of  water  would  be  more  shallow,  making 
the  extent  of  flooding  less  severe. 


TABLE  7 

MAXIMUM  VELOCITIES  ON  WHITE  CLAY  CREEK 


Intermediate  Regional 
Flood 

Standard  Project 

Flood 

Main  Channel 

Location  ft./sec. 

Overbank 

ft./sec. 

Main  Channel 
ft./sec. 

Overbank 

ft./sec. 

Confluence  with  Christina 

River 

1.2 

0.4 

1.9 

0.6 

Above  Confluence  with  Red 
Clay  Creek 

1.4 

0.4 

4.2 

1.7 

U.S.G.S.  Gage  No.  4790,  East 
of  Newark 

4.2 

0.8 

10.5 

2.5 

U.S.G.S.  Gage  No.  4785,  North 
of  Newark 

6.7 

1.0 

12.0 

2.6 

Pennsylvania-Delaware  State 
Line 

6.8 

1.6 

11.8 

3.2 
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Rates  of  rise  and  duration  of  flooding  -  Intense  rainfalls  that  accompany  severe 
storm  fronts  usually  produce  the  floods  occurring  in  the  White  Clay  Creek  Watershed.  The 
stream  channel  contains  flows  for  varying  time  intervals  before  overbank  flooding  occurs. 
Once  overbank  flooding  occurs,  the  water  rises  at  a  rate  of  about  1  to  3  feet  per  hour.  Flood- 
waters  can  remain  out  of  banks  for  time  periods  up  to  a  day.  Table  8  gives  the  maximum 
rate  of  rise  (above  critical  stage),  height  of  rise  (from  critical  stage  to  maximum  flood  level), 
time  of  rise  (time  period  corresponding  to  height  of  rise),  and  duration  of  critical  stage 
(period  of  time  flooding  is  above  critical  stage  level)  for  the  Standard  Project  Flood  and  three 
floods  recorded  at  the  U.S.  Geological  Survey  gage  east  of  Newark,  Delaware. 


TABLE  8 

RATES  OF  RISE  AND  DURATION 
(U.S.G.S.  Gaging  Station  No.  4790,  East  of  Newark) 


Flood 

Maximum 

Rate  of 

Rise 

Height 

of 

Rise 

Time 

of 

Rise 

Duration  of 
Critical 
Stage 

ft./hr. 

ft. 

hr*. 

hr*. 

Standard  Project 

3.0 

17.0 

8.5 

23.2 

June  23,  1972 

1.2 

4.7 

8.3 

14.3 

August  1 0,  1 967 

1.6 

3.4 

2.5 

10.0 

September  12,  1960 

0.9 

3.1 

4  0 

14.5 

Photographs,  future  flood  heights  -  The  levels  that  the  Intermediate  Regional  and 
Standard  Project  Floods  are  expected  to  reach  at  various  locations  along  White  Clay  Creek 
are  indicated  on  the  following  photographs. 


future  flood  heights 


O'’0"  R' ' 


Park  Race 


Fu*^floodhe(ghtat 


the  ChaPel  St.  (Del. 


Rt-  72)  bridge 


F,GURE  7  . 


FIGURE  8  •  Future  flood  heights  at 
Lowe's  of  Wilmington 
located  on  Wilmington 
Christina  Pike  (Del.  Rt 


FIGURE  11  -  Future  flood  heights 
at  Red  Mill  Road 
The  Standard  Project  Flood 
would  be  1.7  feet  above  top 


FIGURE  12  -  Future  flood  heights  at 
the  Curtis  Paper  Co.  on 
Chapel  St.  (Del.  Rt.  72). 
The  Standard  Project  Flood 
would  be  3.3  feet  above 
top  of  rod. 


GLOSSARY 


Critical  Stage.  The  point  at  which  floodflows  overtop  the  natural  or  artificial  banks 
along  any  reach  of  a  stream. 

Critical  Stage  Level.  The  elevation  that  corresponds  to  critical  stage. 

Flood.  An  overflow  of  lands  not  normally  covered  by  water  and  that  are  used  or 
usable  by  man.  Floods  have  two  essential  characteristics:  The  inundation  of  land  is  tem¬ 
porary;  and  the  land  is  adjacent  to  and  inundated  by  overflow  from  a  river,  stream,  ocean, 
lake,  or  other  body  of  standing  water. 

Normally  a  “flood"  is  considered  as  any  temporary  rise  in  streamflow  or  stage, 
but  not  the  ponding  of  surface  water,  that  results  in  significant  adverse  effects  in  the  vicinity. 
Adverse  effects  may  include  damages  from  overflow  of  land  areas,  temporary  backwater  ef¬ 
fects  in  sewers  and  local  drainage  channels,  creation  of  unsanitary  conditions  or  other  un¬ 
favorable  situations  by  deposition  of  materials  in  stream  channels  during  flood  recessions, 
rise  of  ground  water  coincident  with  increased  streamflow,  and  other  problems. 

Flood  Crest.  The  maximum  stage  or  elevation  reached  by  the  waters  of  a  flood  at 
a  given  location. 

Flood  Pedk.  The  maximum  instantaneous  discharge  of  a  flood  at  a  given  location. 
It  usually  occurs  at  or  near  the  time  of  the  flood  crest. 

Flood  Plain.  The  relatively  flat  area  or  lowlands  adjoining  a  river,  stream,  water¬ 
course,  ocean,  lake,  or  other  body  of  standing  water  that  have  been  or  may  be  covered  by 
floodwater. 

Flood  Profile.  A  graph  showing  the  relationship  of  water  surface  elevation  to  lo¬ 
cation,  the  latter  generally  expressed  as  distance  above  mouth  for  a  stream  of  water  flowing 
in  an  open  channel.  It  is  generally  drawn  to  show  surface  elevation  for  the  crest  of  a  specific 
flood,  but  may  be  prepared  for  conditions  at  a  given  time  or  stage. 

Flood  Stage.  The  stage  or  elevation  at  which  overflow  of  the  natural  banks  of  a 
stream  or  body  of  water  begins  in  the  reach  or  area  in  which  the  elevation  is  measured. 


Intermediate  Regional  Flood.  A  flood  having  a  frequency  of  occurrence  in  the 
order  of  once  in  100  years  although  the  flood  may  occur  in  any  year.  It  is  based  on  statistical 
analyses  of  streamflow  records  available  for  the  watershed  and  analyses  of  rainfall  and  run¬ 
off  characteristics  in  the  general  region  of  the  watershed. 

Left  Bank.  The  bank  on  the  left  side  of  a  river,  stream,  or  watercourse,  looking 
downstream. 

Right  Bank.  The  bank  on  the  right  side  of  a  river,  stream,  or  watercourse,  looking 
downstream. 

Standard  Project  Flood.  The  flood  that  may  be  expected  from  the  most  severe 
combination  of  meteorological  and  hydrological  conditions  that  are  considered  reasonably 
characteristic  of  the  geographical  area  in  which  the  drainage  basin  is  located,  excluding  ex¬ 
tremely  rare  combinations.  Peak  discharges  for  these  floods  are  generally  about  40-60  per¬ 
cent  of  the  Probable  Maximum  Floods  for  the  same  basins.  As  used  by  the  Corps  of  Engi¬ 
neers,  Standard  Project  Floods  are  intended  as  practicable  expressions  of  the  degree  of  pro¬ 
tection  that  should  be  sought  in  the  design  of  flood  control  works,  the  failure  of  which 
might  be  disastrous. 

Thunderstorm.  A  high  intensity,  convective  type  rainstorm  of  short  duration  that 
is  characterized  by  extremely  heavy  rainfall.  As  used  in  this  report,  "cloudburst"  and 
"thunderstorm"  are  essentially  synonymous. 

Underclearance  Elevation.  The  elevation  at  the  top  of  the  opening  of  a  culvert,  or 
other  structure  through  which  water  may  flow  along  a  watercourse. 
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